Nnrvell Fixture and Equipment Group | New Age 
Industrial Corp : Cdve Baseboard 


Our aluminum cove baseboard has a smooth, easy to clean, natural 
finish. No more paint chipped, discolored, or worn finishes. This solid 
aluminum baseboard keeps its good looks and cleans up easy with 
just soap and water! Due to its natural propensity to ward off rust 
and corrosion, this baseboard is perfect for any type of 
atmosphere... from the freezer to the floor room! Each unit carries a 
Lifetime Guarantee against rust and corrosion as well as a Five-Year 
Guarantee against material defects and workmanship. 



Model 

Description 

Case Pack 

Pkg 


In-Stock 

9787C 

COVE BASEBOARD - 96" LONG 

1 

Ea. 


